OFFICIAL TEAM SHEET ONE PENNY 


EES 


YEOVIL TOWN FOOTBALL CLUB 


TUESDAY, 2ist JANUARY, 1958 
Southern League Cup 


Kick-off 7.30 p.m. 





YEOVIL 


Green Shirts and White Shorts i 
SINCLAIR 
ROBSHAW (2) FISHER (3) 
THOMSON (4) NAGY (5) ELLIOTT (6) 


RISEBOROUGH (7) ALEXANDER (8) TORRANCE (9) ELDER (10) TOPPING (11) 


Referee : Linesmen : 
P. J. WOODLAND Vv. G. E. HODGES 
L. J. HUTCHINGS 
DALE (I!) REES (10) RAPLEY (9) CHURNS (8) ATKINS (7) 
CLEVERLEY (6) HART (5) BEER (4) 


McDONALD (3) WATERMAN (2) 


BELL 
EXETER 


Red Shirts and White Shorts 





Spectators are requested not to cross the playing pitch after the Match 





Next Home Match 


SATURDAY, 25th JANUARY, 1958 


CHELMSFORD 


SOUTHERN LEAGUE Kick-off 3 p.m. 


WESTERN GAZFTTE CO LTD, YEOVIL 


